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Philadelphia. Church of the Epiphany.
Refer from
Church of the Epiphany, Philadelphia.
Tenafly, N. J. Tenafly Presbyterian Church.
Refer from
Tenafly Presbyterian Church, Tenafly, N. J.
Hamburg. Israelitischer Tempel.
Refer from
Israelitischer Tempel, Hamburg.
Washington, D. C. Cathedral of Saint Peter and Saint Paul.
Refer from
Cathedral of Saint Peter and Saint Paul, Washington, D. C.
National Cathedral, Washington, D. C.
Washington, D. C. National Cathedral.
New York. Trinity Church.
Refer from
Trinity Church, New York.
Trinity Corporation, New York.
Corporation of Trinity Church in New York City.
New York. Trinity Corporation.
Verona. Duomo di Santa Maria Matricolare.
Refer from
Duomo di Santa Maria Matricolare, Verona.
Santa Maria Matricolare, Duomo di, Verona.
Lisbon. Basilica do Santissimo Coracao de Jesus.
Refer from
Basilica do Santissimo Coragao de Jesus, Lisbon.
Santissimo Coragao de Jesus, Basilica do, Lisbon.
A.   If the word church, cathedral,41 etc., does not occur in the name,
add the appropriate designation in English and in parentheses.
Paris. Notre Dame (Cathedra!)
Florence. San Giovanni (Baptistery)
Pavia. San Michele Maggiore (Basilica)
Mainz. St. Martin (Cathedral)
Xanten, Ger.   Sankt Victor (Church)
But add without parentheses an explanatory word presupposed by
the use of the name of the church in the possessive case.
Bath, Eng. St. Michael's Church.
not Bath, Eng. St. Michael's (Church)
Quedlinburg, Ger. St Servatiikirche.
B.   For British cathedrals known familiarly by the name of the
city, the word CATHEDRAL (or MINSTER) is used in composition with
the name of the city.
York Minster.
Winchester Cathedral.
*l The German word "Dom" is used not only for a cathedral, but also for the prin-
cipal church in any city. When it is necessary to add an explanatory word to the
name in the heading, use CATHEDRAL for churches that are the seat of a bishop, and
CHURCH for others.
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